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UNCLASSIFIED 

PAGE 01 KARACH 00885 190902Z 
15/54 

ACTION NEA-05 

INFO OCT-01 EA-07 ISO-OO EB-05 RSC-01 DRC-01 /020 W 

116735 

R 181227Z APR 74 
FM AMCONSUL KARACHI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8038 
AMEMBASSY ISLAMABAD 
AMEMBASSY BEIRUT 
AMCONSUL LAHORE 
AMEMBASSY TEHRAN 
AMEMBASSY SINGAPORE 

UNCLAS KARACHI 0885 

CORRECTEDCOPY FOR SUBJECT 

E.O. 11652: N/A 
TAGS: BEXP, PK 

SUBJECT: FOREIGN GOVERNMENT TENDER: WELLPOINT PUMPS 

REF: A. STATE A- 11 68 

B. KARACHI A-21 

C. KARACHI 0873 

1. 535/02/T0019 

2. 041874 

3. S. ALLAN 

4. 535 PAKISTAN 

5. Q 

6A. REPLY TO~ 

6B. SUI GAS TRANSMISSION COMPANY LIMITED 
STATE LIFE INSURANCE BUILDING NO.3 
DR. ZIAUDDIN AHMED ROAD 
KARACHI - PAKISTAN 

7. "CONFIDENTIAL BID FOR CONSTRUCTION EQUIPMENT 
ENQUIRY NO. 006/74". 

8. 052974 0400 P.M. 

9. 201 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 KARACH 00885 190902Z 

QPM ETYQTQO A PPUT WELLPOINT PUMPS 8", DIESEL, STEEL WHEELS, 
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COMPRISING OF CENTRIFUGAL PUMP CAPACITY ABOUT 1500/2000 GALLONS 
PER MINUTE, HEAD 60 FT., SUCTION LIFT 20/25 FT., 1400 - 1800 
R.P.M., AND VACCUM OR AIR PUMP GIVING DISPLACEMENT AROUND 
60 CU.FT. OF FREE AIR PER MINUTE SUITABLE TO WORK WITH ABOVE 
MENTIONED CENTRIFUGAL PUMPS, 6 EACH. THE FOLLOWING ANCILLARY 
EQUIPMENT ALSO TO BE SUPPLIED WITH THE PUMPS 

(A) HEADER PIPE SPIRALLY WELDED, 8" DIA X 20 FT. SECTIONS, 

WITH SOCKETS WELDED 2'-6" SPACINGS QUANTITY 1000 FT., 

(B) WELL POINT SCREENS TO SUIT 1-1/2" RISER PIPE 18" LONG 
QUANTITY 200 EACH: 3 FT. LONG QUANTITY 200 EACH; 

(C) SWINGER ARMS WITH VALVES TO BE FITTED ON 1-1/2" HEADER 
PIPE SOCKET, 400 EACH; (D) HEADER COUPLING, QUICK CONNECTION 
TYPE FOR 8" SIZE, 36 EACH. VALUE APPROXIMATELY 75,000 DOLLARS. 

1 1 . TENDERS TO BE FINANCED BY LOAN FROM ASIAN DEVELOPMENT BANK, 
ORDINARY RESOURCES. DEADLINE FOR RECEIPT OF BIDS AT SUI GAS 
TRANSMISSION COMPANY, HEAD OFFICE IS 4:00 P.M. MAY 29, 1974. 
ADDITIONAL TENDER DOCUMENTS MAY BE PURCHASED FOR DOLSIO.OO 
FROM SENIOR STORES OFFICER, SUI GAS TRANSMISSION COMPANY 
LIMITED, STATE LIFE BUILDING NO.3, DR. ZIAUDDIN AHMED ROAD, 
KARACHI. AS EXPLAINED IN REF C, ONE SET OF TENDER DOCUMENT 
WILL BE AIRPOUCHED COMMERCE APRIL 19, AND ONE SET AMEMBASSY 
BEIRUT SAME DATE. ADDITIONAL INFORMATION ABOUT INDUS RIGHT 
BANK PIPELINE PROJECT AVAILABLE IN REF B. 

TIGER 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KARACFI00885 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740091-0593, D740090-0431 

From: KARACHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740433/aaaabdpv.tel 

Line Count: 86 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: A. STATE A-1 1 68 
Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 SEP 2002 by BryanSD>; APPROVED <27 DEC 2002 by kellerpr> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: WELLPOINT PUMPS 
TAGS: BEXP, PK 
To: COM 
Type: TE 
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